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Town of Arlington, Massachusetts 
730 Massachusetts Ave., Arlington, MA 02476 
Phone: 781-316-3000 

webmaster@town.arlington.ma. us 


Building Committee Minutes 10/07/2008 


TOWN OF ARLINGTON 
MINUTES 

COMMITTEE MEETING 
PERMANENT TOWN BUILDING COMMITTEE 
Tuesday, October 7, 2008 


PRESENT: John Cole, Chair; William Shea, , Suzanne Robinson, Mark Miano 
ABSENT: Ron Spangler, Charles Stretton, Brian Sullivan, Sue Mazzarella, Rob Juusola 


The meeting was called to order at 8:00 a.m. 


Review Project Manager applications for fire stations. The sub-committee unanimously voted to recommend PMA 
Consultants LLC. They received the highest score from the sub-committee members. A motion was made to engage 
PMA Consultants LLC, this motion passed unanimously. The Town Manager and John Cole will negotiate a price with 
PMA Consultants LLC. 


Adjourned at 8:30 a.m. 


Respectfully submitted, 

Bill Shea 


http://www.arlingtonma.gov/Public Documents/ArlingtonMA BldgComm/2008/I0145444 l?textPage=l 11/21/2013 


